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single inhabitant of Delhi will appear dressed in  the swadeshi   uniform
of the N.V.G. even when following his daily vocation . . .
The letter exhibits a religious spirit about the manner of
conducting the campaign in the teeth of the hooliganism of the
authorities. The infection of Lahore and Amritsar is evidently
spreading. The unprovoked assaults by custodians of order report-
ed from Amritsar, Lahore and now Delhi, in the north, and their
equally wanton behaviour in Calcutta, in the east, are putting a
strain upon peaceful nature beyond endurance. Can anything
but a fine religious spirit account for the calmness that is being
sustained among the people of India ?
REMARKABLE PLEDGE
To show the thorough nature of the work of ensuring peace
that is being done in Delhi, I extract the following remarkable
pledge from Mr. Asaf Ali's1 letter which he wrote when he offer-
ed himself and fifty-two others for arrest:
With full consciousness of the omnipresence and omniscience of God,
I declare that it shall be my solemn duty, (1) to attain swaraj by peaceful
means, (2) to preserve and foster unity between the members and followers
of the various communities and religions of India, (3) to regard no class
or community as contemptible or untouchable, (4) to sacrifice life and
property for the honour and interests of my country, (5) to wear clothes
made of cloth hand-spun and hand-woven in the country, (6) to obey
without demur the orders of the officers, (7) so long as I am not discharged
from the Corps, to observe myself and persuade others to observe non-
violence (for as long as the Congress continues to follow this policy) and (8)
finally, I will cheerfully bear privations and troubles which may confront
me during my connection with the National Volunteers Corps and neither
1  nor any of my dependents and relations expect any compensation.
THE TOLL FROM DRAVIDA LAND
Madras and Andhra are slowly but surely creeping up and I
should not be surprised if the Dravidians come up to the level of
Bengal which has now 1,500 imprisonments to its credit. Erode
alone has done bravely in the matter of temperance. Mr. Rama-
swamy Naiker2 has, therefore, been rewarded with one month's
11888-1953; barrister and nationalist Muslim politician; took a leading
part in the Khilafat Movement; India's Ambassador to the United States of
America
2 E. V. Ramaswami Naiker,  a Congressman who  later left  the Congress
and founded the Dravida Kazhagam